SOUTHERN WOMEN'S SHOW ATTENDRHCE 


Audited Attendance 1992 


Tampa, FL 20,502 
Nashville, TN 38,871 
Memphis, TN 26,971 
Raleigh, NC 25,674 
Richmond, VA 13,126 
Charlotte, NC 34,850 
Birmingham, AL 28,880 
Orlando, FL 22,838 
Jacksonville, FL 27,463 

TOTAL 239,121 
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